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MEMORANDUM FOR: 

SUBJECT : Renovation of 


3-0 / 

1 u 


25X1 A 


1. A partial set of architectural drawings is enclosed. 
Mechanical and electrical drawings are now being prepared. 

2. In view of the fact that construction and preparation 
of the drawings are proceeding simultaneously, it is important 
that you review these drawings as they are forwarded and call me 
if any changes are desired. Please contact me if I can be of 
further assistance. 
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Architectural Drawings Renovation 


(25 August 1965 ) 
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